
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


10 / 19/11 


Andrius Knasas 

Assistant District Attorney, Suffolk County 


Dear Mr. Knasas, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s 


3. Analysis sheets with chemist’s hand notations and test results. 


4 . 


GC/Mass Spectral analytical data for sample #’s 



GC/MS testing was performed by Dan Renczkowski. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: DJR 


Corbett email PRR 006923 





DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 







No. Cont: 1 

Date Rac'd: 08/30/2011 
Gross Wt: 4.25 


Cont: paper fold 


Prelim: 




No. Analyzed: 

Net Weight: O 
# Tests: ^ 


0 ■ CitA 




Findings: 


\ V e re- ^ 


Date Analyzed: 


City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 




Amount: 

No. Cont: 1 Cont: paper fo!d 

DateRec'd: 08/30/2011 
Gross Wt.: 4,20 


ubst:SUB 


Prelim: 


t 


Findings: 


No. Analyzed: 
Net Weight 
# Tests: 


ool 

V \ IA 




W era.' 
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Cobalt 
Thiocyanate i 

Marquis _ 

Froehde's _ 

Mecke‘s 


MnW 


Gold 

Chloride 


TLTA 


OTHER TESTS 





























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number r 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\l\DATA\SYSTEM9\09__16__l 1X8 01314 . D 
D JR 

16 Sep 2011 20:26 

BLANK 

1 

DRUGS.M 
RTE 




Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


801314.D 


Tue Oct 18 13:26:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\DATA\SYSTEM9\09_16_11\801315.D 

DJR 

16 Sep 2011 20:41 

HEROIN STD 

15 

DRUGS.M 
RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 

0 . , | i 

jlime- : > 2.00 3.00 


TIC: 801315.DWata.ms 
6.881 


'• i.I..-~1 ~" T .•• • , . I 1 1 1 I | 1 '- 1 T * r , t i t i r- : r 

41)0 5.00 6.00 7,00 8.00_ 9,00 _ 10.00 . 1 1.00 .. 12.0 0 


Ret. Time 


Area Area % Ratio % 


6.881 


1865190 100.00 100.00 


801315.D 


Tue Oct 18 13:26:48 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\msdchem\l\DATA\SYSTEM9\09 16 11X801315.D 

Operator 

DJR 

Date Acquired 

16 Sep 2011 20:41 

Sample Name 

HEROIN STD 

Submitted by 
Vial Number 

15 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\wiley7n.1 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6.88 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80; 
60 
40* 
201 
0 1 - 

h/z-> 


4'3 


Average of 6.832 to 7.020 min.: 801315.D\data.ms (-) 


327 


268 


81 


59 


70 


94 

. | 

I.-, 


115 


146 


204 2 i 5 


162 

128 • ! 181 

it:, I'.ilia ilii?.tlii- .i'lfli:'.il 't 1 *?' . 1 ;h 
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310 


284 


298 


369 


L 340 352 


'■ i' i 1"' ' f I : i* ■ p ) ^ r -T' T . |- l - | - l - T -T -T " i - ‘ r i -;-r -r‘-i - | - T' T -T J - i , "r- r- T‘ T- T - T"y ‘-i‘-T- T - T - ')- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


43 


Abundance 

801 
601 
40 
20 ; 
0 

!m/z~> 


#1: HEROIN 


268 


327 


81 


40 


59 7 

: L „ 

0 

C 

ii . lb 

)4 

; 128 

60 80 

100 120 



146 


204 

i 


215 


310 


’kLLLt 


162 A ~7 A 

. 174 

, i , A , 193. ; 


226 


nil 


238 253 


284 


298 


369 


341 


160 180 200 220 240 260 280 300 320 340 360 


801315.D 


Tue Oct 


18 13:26:48 2011 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

C:\msdchem\l\DATA\SYSTEM9\09 16 11\801326.D 

Operator : 

D JR 

Date Acquired : 

16 Sep 2011 23:32 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance 

1000 

800 

600 

400 

j 

i 200 
0 


TIC: 801326.D\data.ms 




MVP 






ji! 


“i— 1 1 1 i.'.■ •' : i 


frime-> 2.00 3.00 4.00 6,00 6.00 7.00 8.00 9.00 10.00 11,00 12.00 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


801326.D 


Tue Oct 18 13:27:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\DATA\SYSTEM9\09_16_l1X801327.D 
D JR 


16 Sep 2011 23:48 


KAC 
27 

DRUGS.M 
RTE 


lAbundance 


1500000 


1000000 ; 


600000: 


.• . , , , , 

|Time--> 2,00 3.00 4.00 


5.00 


TIC: 801327.D\data.ms 
6.$75 


6.276 Ij 


6,00 


7.00 


8.00 


9,00 


10.00 


11.00 


12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.276 

199876 

6.68 

7.16 

6.875 

2792004 

93.32 

100.00 


801327.D 


Tue Oct 18 13:27:05 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\l\DATA\SYSTEM9\0 9_16_11\801327.D 

DJR 

1 2 3:48 

KAC 

27 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\wiley7n.1 

PK# RT Library/ID CAS# Qual 


1 

6.28 

C:\Database\NIST08.L 







6-Monoacetylmorphine 

002784- 

-73- 

-8 

99 



6-Monoacetylmorphine 

002784- 

-73- 

-8 

95 



6-Monoacetylmorphine 

002784- 

-73- 

-8 

95 



Abundance 

80; 

60 

40 - 

20 

0 

m/z-> 


43 


15 


30 


20 40 


81 


59 


70 


94 


-A : *4- 


#156508: 6-Monoacetyimorphine 


146 


215 


115 
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128 

hi 


162 

Is 

174 

204 
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ML lM 

J 

¥ # 


.1 ! . 
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160 

180 

1 * I 1 ' 

200 
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-,4'-; 


2^8 
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299 312 




240 260 280 300 320 340 


801327,D 


Tue Oct.18 13:27:05 2011 
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Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name : 

C: \msdchem\l \ DAT A\SYSTEMS) \09__1 6__11X801327 . D 

Operator : 

D JR 

Date Acquired : 

16 Sep 2011 23:48 

Sample Name : 


Submitted by : 

KAC 

Vial Number : 

27 

AcquisitionMetti : 

DRUGS.M 

Integrator : 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Datafoase\NIST08.L Minimum Quality: 80 

C:\Database\wiley7n.1 


PK# RT Library/ID CAS# Qual 


6.88 C:\Datahase\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

I 

80 j 
60 
40 
20 

I 0 


43 


Average of 6.811 to 7.084 min.: 801327.D\data.ms (-} 


268 


327 


204 


81 

59 70 I 


94 


115 
j 128 


146 


162 
I 174 


l!l • 




215 


369 


310 


226 


fill ...V.I 


238 253 


284 


298 


340 353 


'm/z- > 

Abundance 

80; 
601 
40! 

20 i 

I 

ol 

'm/z~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 _340 360 

43 


#1: HEROIN 
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801327.D 


Tue Oct 18 13:27:05 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator . : 


Data File: 

C: \msdchem\l\DATA\SYSTEM9\09__16__ll\801328 . D 
DJR 

17 Sep 2011 00:03 

BLANK 
KAC 
1 

DRUGS .M 
RTE 


[Abundance TIC: 801328,D\data ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


801328.D 


Tue Oct 18 13:27:09 2011 


Page 1 


Corbett email PRR 006935 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\DATA\SYSTEM9\09_1611X801329.D 
D JR 

17 Sep 2011 00:19 



29 

DRUGS.M 
RTE 


Abundance 


i 


2000000 

1500000 

1000000 

500000 

i 

0 L 


ime~> 2.00 


3.00 


4.00 


5.00 


TIC: 801329.D\data. ms 
6.$81 


6.00 


6.276 


7.00 


8.00 


9.00 


10.00 


11.00 


12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.276 

268326 

7.18 

7.74 

6.881 

34 66375 

92.82 

100.00 


801329 . D 


Tue Oct 18 13:27:12 2011 


Page 1 
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Area Percent. / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\DATA\SYSTEM9\09 
D JR 

00:19 

KAC 

29 

DRUGS.M 
RTE 


16 


11X801329.D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\wiley7n.1 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# Qual 


1 6.28 C:\Database\NIST08.L 


6-Monoacetylmorphine 

002784 

-73- 

8 

99 

6-Monoacetylmorphine 

002784 

-73- 

8 

99 

6-Monoacetylmorphine 

002784 

-73- 

8 

99 


Abundance 

80 

60 

40 

20 

0 

m/z~> 

Abundance 

80 i 
60 
40 

20 
0 

!m/z~> 


16 


30 


20 40 


Average of 6.239 fo 6.421 min.: 8Q1329.D\data.nis {-) 
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327 


43 


146 


216 
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i ‘ i v'l i"V 


162 


-^4 
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185 f l A J, - 7 “ 238 252 

I # ; .;1 jl-;i "' , ! b;i, ; | i l .4, .,i l| , ; 
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298 312 !, 341 

-t™p'! ■ 1 t 1 T^T-i ■ | -| l , r 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


#156508: 6-Monoacetylmorphine 


268 
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146 
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801329 . D 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\DATA\SYSTEM9\09_16_ll\801329.D 
D JR 

iSHHBKi 00:19 

KAC 

29 

DRUGS .M 
RTE 


Search Libraries: C:\Datafoase\SLI.L 

C:\Database\NIST08 - L 
C:\Database\wiley7n.1 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


2 6.88 C:\Database\SLi.L 

HEROIN 


000561-27-3 99 


Abundance 

I ? 

80- 
601 
40i 

l i 

i 201 

ol 


43 


Average of 6.827 to 7.100 min.: 801329.D\data.ms {-) 


268 


327 


369 ; 


310 


204 


81 


146 


! 


. 

59 7 ;° 

94 

115 

128 



vJi-A 

I'l 1 


162 


174 


215 


| 226 

.1-1 ■: l il .. il. 


238 253 


284 


299 


340 352 


m/z-> 

Abundance 

80 
601 
40 

20 

0 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


#1: HEROIN 


43 


268 


327 


81 


204 


215 


59 


70 


94 


115 


146 


162 


128 


.l.l'iN. ».[■ 


174 

i ! ,h I, 193 
1 VjliLrUjIiK 


226 


238 253 


310 


284 

. 298 . 


369 


rn/z~> 


341 

H 


■ > 1 1 | . . . V r > > '!><■ 'M '< ' ' n I ' ‘ 1 ' I r-r-r . rr i ; ri i ■ 1 , . 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


801329.D 


Tue Oct 18 


13:27:13 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\l \ DATA \ SYSTEM 9 \ 0 9_1 6__11\801337 . D 

DJR 

17 Sep 2011 2:23 

BLANK 

1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


* * * NO INTEGRATED PEAKS* * * 


801337.D 


Tue Oct 18 13:27:25 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\1\DATA\SYSTEM9\09_16_11\801338.D 

D JR 

17 Sep 2011 2:39 

HEROIN STD 

15 

DRUGS . M 
RTE 


Abundance 

j loooooo; 

800000 

600000 

400000 

200000 

1 : 1 ' I ■'. T . 

Time -> 2.00 3.00 


TIC: 80!338.D\data.ms 
6.875 


r "i. 1 : 1 . 1 1 r 1 ^2 1 T ' i 1 “ r ~ i 1 r -1 1 1 t f 1 ■ 1 r 'n. ’ r .. ~ 

4.00_ 5.00 6.00 7.00 8.00 9.00 10.00 11,00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.875 

1551014 

100.00 

100.00 


801338.D 


Tue Oct 18 


13:27:28 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\msdchem\l\DATA\SYSTEM9\09 16 

11\801338.D 

Operator 

D JR 


Date Acquired 

17 Sep 2011 2:39 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

15 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C : \Database\NIST08 . JL 

C:\Database\wiley7n.1 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS4£ Quell. 

1 6.88 C:\Database\SLI.L 



HEROIN 

000561-27-3 99 

Abundance 

Average of 6.833 to 6.998 min.: 801338,D\data.ms (-) 


jn lz-> 


80 

60 

40 

20 

0 


43 


327 


268 


81 


59 


70 


94 


115 


146 


204 


215 


162 




174 


1 1 ! , ! , i! l |.!l ' l }! , 4 


m.. 220238 253 fi'i 2 * 4 


310 


369 


4v ,4 


295 


340 352 r _ 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 i 
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40 
20 
0 


#1: HEROIN 


43 


268 


327 


81 


204 2 ! 5 


59 


70 


94 


115 


146 
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»l 

TT-rr 


162 . 
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. lilnillhvil'iiiJ. . 


310 


226 

A 


'm/z-> 


40 


60 


80 


i.LjJjl 

r I r _ ■ 

100 120 140 160 180 200 220 240 260 


238 253 

'rj 1 ' ! r iy-T-t# 


298 
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284 

280 300 320 


-rt-i- 


341 


340 360 


801338.D 
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